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9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Mead." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York. Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031. "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005220367 Forwards Insp Repts 50-280/90-09 & 50-281/90-09 on 900402-12.No vio-
lations or deviations noted. Deficiencies identified but not cited.
EBNETER.S.D. Region 2, Ofc of the Director. 90/05/15. STEWART,W.L. Virginia
Power (Virginia Electric & Power Co.). 4pp. 53905:121-53905:217.

-9005220376 Insp Repts 50-280/90-09 & 50-281/90-09 on 900402-12.No violations
noted.Major areas inspected:accuracy of plant EOPs.to verify that specified actions
could be accomplished using existing equipment,controls & instrumentation.
SCHIN.R., PEEBLES.T.A. Region 2, Ofc of the Director. 90/05/09. 93pp. 53905:125-
53905:217.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005030346 "1989 Radiological Environ Monitoring Program Rept." W/900430 Itr.
BLOUNT.P.F.,  GARBER.BA,  ERICKSON.D.L  Virginia  Power (Virginia  Electric  &
Power Co.). 89/12/31. 134pp. 53723:032-53723:165.

9005180077 Monthly operating repts for Apr 1990 for Surry Power Station Units 1 &
2.W/900515 Itr.

WARREN.LA., STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 90/04/
30. 22pp. 53860:151-53860:172.

S. Reportable occurrences, LERs & related correspondence

9004270003 LER 90-003-00:on 900323,heater drain sys pipe leak developed down-
stream into Unit 1 turbine bldg.causing halon sys for emergency switchgear room to
spuriously actuate.Caused by pipe failure.Halon sys recharged.W/900423 Itr.
KANSLER.M.R.  Virginia  Power (Virginia  Electric  &  Power  Co.).   90/04/23.  8pp.
53625:041-53625:048.

V. Operator Examinations

9004240267 Requests that operator License OP-20447-1 for JA Yourish be cancelled.
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 90/04/18. Document
Control Branch (Document Control Desk). 1p. 53587:081-53587:081

9005170011 Requests submittal of encl ref matls by 900519 to meet schedule for reac-
tor operator & senior operator licensing exams on 900807-10.

PEEBLES.T.A. Region 2, Ofc of the Director. 90/05/03. STEWART.W.L Virginia
Power (Virginia Electric & Power Co.). 11pp. 53858:219-53858:229.

Y. Dry Cask Independent Spent Fuel Storage Installations

9005160174 Summary of 900424 meeting w/util & LLL in Livermore.CA re pending &
potential ISFSI amends & criteria used in establishing fuel rod internal pressure limit &
fuel rod temp limit of casks currently approved or pending use.
RUFFIN.S. Fuel Cycle Safety Branch. 90/05/10. HAUGHNEY.C.J. Fuel Cycle Safety
Branch. 3pp. 53836:343-53836:345.

9005180149 Forwards Amend 4 to License SNM-2501,authorizing receipt & storage of
spent fuel at Surry ISFSI.

HAUGHNEY.CJ. Fuel Cycle Safety Branch. 90/05/16. STEWART.W.L Virginia Power
(Virginia Electric & Power Co.). 4pp. 53878:105-53878:148.

-9005180154 Amend 4 to License SNM-2501 for VEPCO re ISFSI.

HAUGHNEY.C.J. Fuel Cycle Safety Branch. 90/05/16. 32pp. 53878:109-53878:140.

-9005180155 Safety evaluation supporting Amend 4 to License SNM-2501.

RUFFIN.S.R., ROBERTS.J.P. Fuel Cycle Safety Branch. 90/05/16. 4pp. 53878:141-
53878:144.

-9005180156 Responds to util 890621 request for amend to App A of License SNM-
2501 by adding specs to include use of Nuclear Assurance Corp intact 28 assembly
spent fuel storage cask at Surry ISFSI site.Tech Specs added.
HAUGHNEY.CJ. Fuel Cycle Safety Branch. 90/05/16. Fuel Cycle Safety Branch. 2pp.
53878:145-53878:146.

-9005180160 Notice of issuance of amend to License SNM-2501 for receipt & storage
of spent fuel at Surry ISFSI.Amend adds specs for use of Nuclear Assurance Corp
intact 28 assembly (NAC-128 spent fuel storage cask).
HAUGHNEY.CJ. Fuel Cycle Safety Branch. 90/05/16. 2pp. 53878:147-53878:148.
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F. Security, medical, emergency & fire protection plans

9004160057 Forwards rev to, "Corporate Emergency Response Plan" & rev to, "Corpo-
rate Plan Implementing Procedures."

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 90/03/30. Document
Control Branch (Document Control Desk). 3pp. 53582:312-53583:134.

-9005030047 Rev to, "Corporate Emergency Response Plan."

*   Virginia  Power  (Virginia  Electric  &  Power Co.).  90/03/01. 59pp.  53582:315-
53583:015.

-9005030049 Rev to, "Corporate Plan Implementing Procedures."

*   Virginia  Power  (Virginia  Electric &  Power Co.).  90/03/01. 76pp.  53583:016-
53583:134.

9004260322 Revised EPIPs.including Rev 24 to EPIP-1.01,Rev 8 to EPIP-1.03,Rev 10 to
EPIP-1.05 & Rev 6 to EPIP-4.19.W/900420 Itr.

STEWART.W.L. Virginia  Power (Virginia Electric & Power Co.). 90/04/20. 99pp.
53626:296-53627:035.

9005020342 Forwards Insp Repts 50-280/90-15 & 50-281/90-15 on 900319-23.NO vio-
lations or deviations noted.

STOHR.J.P. Region 2, Ofc of the Director. 90/04/20. STEWART.W.L. Virginia Power
(Virginia Electric & Power Co.). 3pp. 53679:192-53679:200.

-9005020346 Insp Repts 50-280/90-15 & 50-281/90-15 on 900319-23.No violations
noted.Major areas inspected:emergency preparedness program including review of
training,changes to emergency organization.audit repts & maint of equipment.
SARTOR.W.M. Region 2, Ofc of the Director. 90/04/20. 6pp. 53679:195-53679:200.

9005150019 Advises that 900301 rev to emergency plan consistent w/provisions of
10CFR50.47(b) & acceptable.

STOHR.J.P. Region 2, Ofc of the Director. 90/05/07. STEWART.W.L Virginia Power
(Virginia Electric & Power Co.). 3pp. 53821:277-53821:279.

9005220367 Forwards tnsp Repts 50-280/90-09 & 50-281/90-09 on 900402-12.No vio-
lations or deviations noted.Deficiencies identified but not cited.
EBNETER.S.D. Region 2, Ofc of the Director. 90/05/15. STEWART.W.L Virginia
Power (Virginia Electric & Power Co.). 4pp. 53905:121-53905:217.

-9005220376 Insp Repts 50-280/90-09 & 50-281/90-09 on 900402-12.No violations
noted.Major areas inspected accuracy of plant EOPs.to verify that specified actions
could be accomplished using existing equipment.controls & instrumentation.
SCHIN.R. Region 2, Ofc of the Director. 90/05/09. 93pp. 53905:125-53905:217.

P. Operating license stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipment.Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9005020103 Notification of rngt meeting w/util on 900430 in Glen Allen,VA to discuss
plant outage schedule & content.

FREDRICKSON.P. Region 2, Ofc of the Director. 90/04/19. Region 2, Ofc of the Di-
rector. 2pp. 53679:190-53679:191.

9005160290 Confirms 900416 telcon re 900430 mgt meeting in Glen Allen, VA to dis-
cuss outage mgt process,planned outage work & deferred outage work for next refuel-
ing outages.Proposed agenda encl.

REYES.LA. Region 2, Ofc of the Director. 90/04/19. STEWART.W.L. Virginia Power
(Virginia Electric & Power Co.). 3pp. 53851:206-53851:208.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005030305 Suppl to 891103 application for amends to Licenses DPR-32 & DPR-37 re
inoperable control rods.Proposed change provides clarification to required actions for
two or more inoperable control rods.

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 90/04/27. Document
Control Branch (Document Control Desk). 3pp. 53718:255-53718:259.

-9005030308 Proposed Tech Specs.providing clarification to required actions for two or
more inoperable controls rods.

*  Virginia Power (Virginia Electric & Power Co.). 90/04/27. 2pp. 53718:258-53718:259.

9005030354 Advises that util 890808 response to Generic Ltr 89-06 re SPDS for plant
will fully meet requirements of NUREG-0737, Suppl 1,by 901231 taking into account
info provided in NUREG-1342.

BUCKLEY,B.C. Project Directorate II-2. 90/04/30. STEWART.W.L. Virginia Power (Vir-
ginia Electric & Power Co.). 3pp. 53699:358-53699:360.

9005030358 Summary of 900411 meeting w/util in Rockville.MD re mods to main con-
trol room & emergency switchgear/relay room air conditioning sys.Meeting handouts
& list of attendees encl.

BUCKLEY.B.C.  Project Directorate II-2.  90/04/30. Project Directorate II-2. 22pp.
53701:251-53701:272.0-281/90-14 on 900304-31. Violation
